To:  McGuire,  Frank[McGuire. Frank@epa.gov];  ERT  GDIT  Contractor  Staff[ERTIT@epa.gov]; 

Schaefer,  Joe[Schaefer. Joe@epa.gov];  gabriei.rodriguez@gdit.com[gabriel. rodriguez@gdit.com]; 
wiiliam. marrone@gdit.com[william. marrone@gdit.com] 

From:  Yuen,  Wai 

Sent:  Thur  8/1 3/201 5 1 1 :56:45  AM 

Subject:  Re:  Gold  King  Mine  Has  a Wiki 

Wow! 


Wai  Yuen 

General  Dynamics  Information  Technology,  Inc. 
Contractor  to  USEPA/ERT 
Senior  Program  Manager  (HCSD) 

2890  Woodbridge  Avenue 
Edison,  NJ  08837 
732-906-6923 
wai-linq.vuen@qdit.com 


From:  McGuire,  Frank 

Sent:  Wednesday,  August  12,  2015  5:48  PM 

To:  ERT  GDIT  Contractor  Staff;  Schaefer,  Joe;  gabriel.rodriguez@gdit.com;  william.marrone@gdit.com 
Subject:  Gold  King  Mine  Has  a Wiki 


Gold  King  Mine  has  a Wikipedia: 


https://en.wikipedia.org/wiki/2015  Gold  King  Mine  waste  water  spill 


The  mine  picture  was  taken  from  the  R8  epaosc  website.  There  is  also  a link  to  the  R8 
epaosc  website  in  the  links  portion  of  the  page. 


Frank  McGuire 

General  Dynamics  Information  Technology 


1798222 


ED  000552H  00001389-00001 


USEPA  ERT  Contractor 


732-321-6684 
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